ANNUAL 
INDEX 


GENE 


Month: Page 
Additives 
Berorlubricating oils. ..../..... Aug: 9 
Air-conditioning 
peaevelopments........ 266-45. Jan: 47 
BppetteTOUNG os ee Dec: 10 
reraft instruments, sealing... . Nov: 43 
gebra 
_ method of, in probability. ....July: 41 
Alnico magnets, properties of....Aug: 21 
mpermating hysteresis. ......... Oct: 39 
Amplistat 
applications. .Feb: 32, Aug: 41, Oct: 41 
Analysis of switching surges..... Dec: 22 
pparatus 
bushings, high-voltage........ Apr: 30 
ppliances, developments....... Jan: 48 
ature windings 
Emaimtenance test... ......---- Aug: 24 
Atmospheres 
protective, industrial (see Gases) 
‘Atomic energy development 
MECCA ION FOr... . ce ee ee Feb: 7 
place in plans for future...... July: 11 
Automatic operation of rectifiers. June: 29 
Back-up protection at generator. Feb: 38 
Beta-tay gages...............- Nov: 42 
Binary cycle 
"mercury vapor-steam......... Mar: 15 
Book reviews 
| Jan: 63, Feb: 58, Mar: 49, Apr: 49, 
' May: 54, June: 53, July: 49, Aug: 52, 
i Sept: 122, Oct: 53; Nov: 56, Dec: 54 
Bucket design, large turbine..... Aug: 37 
Bulk density 
measurement control......... Nov: 48 
Bushings 
hermetic, cast glass....-..... May: 39 
oil-filled, high-voltage........ Apr: 30 
e-hardening, control of......Nov: 22 
astings, engineered, 
pmanufacture............-.-- Octi= 2/ 
hemical developments......... Jaa bil 
micwmprovement......:..-:-. Sept: 90 
omponents for industry....... Sept: 84 
onference, International, 
Apr: 20 
ontactors 
oil-immersed and air-break....Apr: 17 
_ developments 50 
Sontour follower, optical... ....June: 44 
ontrol 
mplistat, for amplification....Feb: 32 
eestor testing power.....:..... Nov: 34 
i ey Sa iene eee Sept: 97 
ardness and microstructure. . .Nov: 21 
aibye TUCICALOLS 6... so)... = oe July: 20 
POEM A TMOLOL shen. yp esieie ewe nssi: Dec: 40 
Rare HEXUle. ba pauls + '_. Sept: 93 
ontrollers 
high-voltage, a-c motor....... Apr: 15 
Conservation ; : 
_ of valuable materials......... July: 15 
Bre-loss, testing ...0...-4...--- Dec: 47 
24 
13 


MEW 


SUBJECTS 


ELECTRIC 


Month: Page 
Costs, primary system 
for secondary networks....... May: 13 
Crystals, oriented, magnetic..... Aug: 16 
Current-limiting reactors....... Dec: 26 
Cyclone dust collectors. .......< Feb: 22 
Decarburization, tests for....... Apr: 40 
Defoamung agents... -...4..0.- Aug: 9 
Detectors 
use in thickness gaging....... Nov: 41 
Diaphragms, for large turbines..Aug: 37 
Dust collectors 
pLessuUTe|dTOp ‘across... = 12)" Feb: 22 
Electromedical developments....Jan: 40 
Electronics developments....... Jan: 41 
Engineered castings............ Ocak 27 
Equipment, voltage names of.... July: 36 
Faults, back-up protection for...Feb: 38 
Feeder systems, looped primary. . May: 34 
Flammability 
measurement, sheets......... Octane) 
Flow-pressure characteristics 
steam turbine...... Mar: 24, Apr: 22 
Freedom, scientific............. June: 12 
Fuel 
for nuclear reactors.......... Feb: 8 
nuclear, enriched, production. . May: 11 
Fuse, high-capacity, low-voltage . July: 25 
Gage, beta-ray, noncontacting... Mar: 31 
Gaging, thickness, by radiation. . Nov: 39 
Gases, as protective atmospheres 
Feb: 43, Mar: 36, Apr: 36, May: 26 
Gaskets, transformer, evolution. . June: 34 
Gas, turbines, aircraft... ...-...- Sept: 96 
Generator, new controlled 
EN At omens 1 ooboar Dec: 47 
Glow lamp, as measure of tran- 
SIOMtSure cL meee ee Cae emo Nov: 17 
Governors, large steam 
bbc eHialey, Shae ee eee eRe a Aug: 38 
Growth of oriented crystals. ..... Aug: 16 
Guarantees, turbine, significance. Apr: 24 
Guidedtmisstless ayn ome a Sept: 98 
(Snbiids Gemiin) aoe. ta sat onsen | Sept: 97 
Hardness, control of depth...... Nov: 21 
Heat 
electric, in industry.......... Sept: 79 
flow, in case hardening.......Nov: 24 
pump, for air conditioning. ...Dec: 10 
Hermetic sealing 
bushings, cast glass.......... May: 39 
{MSENUMMEMUS Apis ake fa) seein eles oot Nov: 42 
Highlights and sidelights 
- (See HL and SL Index) 
Hysteresis 
instrument for measuring..... Oct: 35 
Impurities, gas atmosphere 
Hows tOnOcatew ana Souter oe Apr: 36 
Industry, developments.........Jan: 24 
Instrumentation 
MMerGUry, WOMeLuct =. cmgers mare au Oct: 21 
quality control, field for...... July: 20 
Instruments (see Meters) 
Interrupter switches, application es 


to unit piste lone: _.Apr: 9, May: 
OF | 


LIBRARY 


VOL. 53 


1950 


Month: Page 
Laboratory : 
modern measurements........ Nov: 12 
Lamp 
fluorescent starter transients... Nov: 17 
Leaks, in furnaces, tests for..... Apr: 39 
Lighting 
AIT POLE: wont penne wee RE Sept: 93 
developimMentsh is seein Jan: 44 
ourdoorindustrialere ese Sept: 87 
recreationalyul oni Week eae Sept: 92 
Streebic., .\s gin cokers ta A CURRIE Sept: 93 
Lightning surges 
protection of machines from... May: 20 
Load-ratio control, switching. ...Dec: 36 
Locomotives 
industrial 43255 eee ee Sept: 77 
power for railroads........... Sept: 58 
Loop circuits 
application of switches....... May: 34 
Lubricating oils, additives for...Aug: 9 
Magnetic properties 
effects of oriented crystals..... Aug: 16 
Magnetic testing, generator for.. Dec: 47 
Magnification of overvoltages. . .Dec: 22 
Maintenance tests 
rotating machinery. 4. Aug: 24 
Marine power plants........... Sept: 96 
Materials handling............. Sept: 76 
Measurements 
bulk density ~~ 7)... be A ys ee Noy: 48 
lamp starter transients....... Nov: 17 
magnetic hysteresis.......... Oct: 35 
modern laboratory for........ Nov: 12 
NOISE.G) ass aah eae Nov: 29 
technical and economic 
SiQTIP CANCE ae pene ern rie Sept: 89 
thickness, by radiation....... Nov: 39 
Mechanical properties, gaskets. ..June: 36 
Mercury-vapor steam cycle 
complete power plant......... Mar: 19 
DOWER SCMerariON nme en aettr Oct: 14 
PMNCIpPles ae a nhie ha seer ee ke Mar: 15 
Metallurgical developments. .... Jan: 51 
Meteorology, experimental...... Sept: 98 
Meters and Instruments 
-beta-ray, thickness... Mar: 31, Nov: 42 
contour follower, optical...... June: 44 
magnetic hysteresisc.. sic. -eee Oct: 35 
quality control indicator....-. July: 20 
Motors 
control circuits, amplistat..... Feb: 33 
controllers, a-c, high-voltage...Apr: 15 
drivie; ttn dustry, Wn sere Sept: 71 
spotting control for.......... Dec: 40 
National security. 2. a0 anne Sept: 96 
Networks 
transformers for systems...... Feb: 16 
secondary 
primary selective systems... May: 34 
primary-system costs....... May: 13 
New Products (see NP Index) 
Noise, evaluation of............ Nov: 29 
Noncontacting gage, beta-ray.. . Mar: 31 
Nuclear fuel, production........ May: 11 
Oil 
additives, for lubricating...... Aug: 9 
transformer 
effect upon gaskets......... June: 35 


R 


Month: Page 

Optical contour follower. ....... June: 44 
Oriented crystals, growth 

and magnetic properties......Aug: 16 
Overload protection 

motors on delta-wye supply... June: 24 
Overpotential tests 

AM AATIT CAL CC pment ate te) eset ve Aug: 26 
Oxidation inhibitors............ Aug: 9 
Paint and varnish industry 

ens atmospheres fOr... += tel Mar: 36 
Phase control, amplistat........ Oct: 45 
Photocells 

amplistat application with....Aug: 44 
Phototubes 

use in optical scanner........June: 45 
Planning 

element in reducing waste..... July: 14 
Power 

GSS) Hirth SER LONAhes Ae donc cee ate Rene Sept: 69 

MO eeLCAIT OAS cenit Biases) ok aie oles Sept: 58 

generation and transmission... Sept: 65 

generation, mercury cycle..... Oct: 14 

PHAMUS MITIATATMONs lyse tee a hess. 2 Sept: 96 

SSLELIG LENG hat soa) Hatin scale sts Dec: 9 
Power fuse, new low-voltage..... July: 25 
Pressure drop 

reduction in dust collectors.... Feb: 22 
Primary selective systems....... May: 32 
Primary system costs 

secondary networks.......... May: 13 
Probability 

paper, engineering uses of..... June: 15 

pelinhes raise Ol tes, costes Geare-<vtses July: 41 
Progress 

out-of-ordinary activities..... Mar: 13 
Protection 

automatic rectifier equipment. . June: 30 

motors on delta-wye supply... June: 24 


BeOvenoad vortatltss iG <6... isrosrs Apr: 15 


surge, a-c rotating machines... May: 20 
Quality control, indicator....... July: 20 
Rating of controllers........... Apr: 19 
Reactors 

low voltage industrial power...Dec: 26 

TACIEAT i Fostavisi«. sve so > Sed aie Ne Feb: 7 
Realities, from scientific visions. .Nov: 11 


HIGH LIGHTS AND SIDE LIGHTS 


Month: Page 


Air-flow photography......... Oct: 48 
Air pollution, particle count...Apr: 43 
Amplidyne-controlled bridge...Jan: 55 


B,Hi;, new compound discoy- 

ered by mass spectrometer..July: 46 
Bouncing putty (silicone rub- 

Hen) suberapeiubic se..... Apr: . 42 
Brushes, lubrication by water 


BAD Ole Comet acts sists, «18:4 ice a's cs Aug: 46 
Calrod heaters 

for battery sealing.......... Nov: 51 

for popeorm stand .cfsc' 00 +2). Octiss 747 

pre-warmer for cold heaters..Dec: 51 
Gloid analy Zer A's wales or 0 awe a Oo 
Diesel-electric locomotives 

(uo lovnable se heNee ten Ay Ree Nov: 651 

MATLOW= CACC. Sale cuthe tise « we,0 0 Aug: 47 
Edison Medal, 1949.......... Feb: 52 
Electric equipment for industry 

paper amills. elec n Oct: 47, Nov: 50 

PLC TIaT Sars cvslsbelaberateist ole leraerste Sept: 100 


INDEX TO SUBJECTS (Cont'd) 


Month: Page 

Rectifiers 
in transportation service...... June: 28 
TISCALI ameenelp epee None en et eek Sept: 84 


Regulating systems, amplistat...Oct: 41 
Remedies, for furnace conditions. May: 26 


Research developments........- Jan: 12 
Rotating machines 

surge protection...........-- May: 20 
Rotational hysteresis. ......7.5; Oct: 39 


Safety, in using radiation gage... Nov: 40 
Schiller Station 


complete mercury unit....... Mar: 19 
Scientific progress, moral aspects. June: 9 
Scientific VISIONS ether aeeete Nov: 11 


Scrap, reduction and disposal.... July: 16 
Selsyn equipment 


contour followers see eae seer June: 45 
Sewage treatment... ....0.6- Sept: 94 
Shells, high-pressure 

Steal! LUEDIMC ee nearer Aug: 35 
Short-circuit capacity 

controllersit:\. ce et eee ee Apr: 18 
Shrinkage in castingss..3.)\.-1.) « Oct: 31 
Smoke abatement.............Sept: 94 
Spotting large motors 

controlHon yi ney) eee Dec: 40 
Stabilizing, voltage and 

frequency:se) skiers Cee Nov: 34 
Standardization 

advantages, in transformers...Feb: 16 

in waste reduction........... July: 13 

IMetCUnyaDOil Gir. weet ae eae Ociw2t 
Statistics no obstacle to progress. Mar: 11 
Steinmetz Memorial Lecture....June: 9 
Substation costs 

secondary networks.......... May: 15 
Switches, interrupter 

applicatiousrcdmis wan. a eece Teen te] 
Switchgear 

for rectifier equipment........ June: 28 
Switching 

primary selective. ssc: qs. May: 32 

Surges: Mesias wee ates eke Dec: 22 
Tap changers 

in network transformers...... Feb: 18 


Month: Page 
Electric power systems 
Brooklyn-Battery Tunnel. ..Sept: 100 
Scherbius frequency changer.Nov: 50 
Electron diffraction instrument 


for film-surface study....... Apr: 44 
Electrqnic computer 

(OMI BAG) Haan eee mean Apr: 42 
Blectroniemtorch eects eerie Mar: 40 
Blectronicuunpire seca eek May: 46 


Jet engines 
CH9 turbosupercharger..... Nov: 62 
measuring compressorairflow.June: 48 


PerisCOperae ame edhe ae June: 48 
Lighting 

Brooklyn-Battery Tunnel. ..Sept: 100 

Kortes: Daihen ore reieree Ochs: 5247 


odor-dispelling lamp bulb...Oct: 47 
Lighting, street 


filiorescenitittensii crane eee Jaden eo 

MerCUTy-Vapot mn set ace te Apr: 43 

traffic control, electronic....Nov: 50 

traffic lights, electronic..... May: 45 
a 


ey 4 
we OL, Y 


Tap changers (cont’d) 


load-ratio control, v3 , Dec: 3a 
Temperature control, amplistat..Oct: 43 
Testing 5 . 4 

developments s.25. vase tae Jan: 14) 

flammability, thin materials...Oct: 9) 

power, control for............ Nov: 
Tests, maintenance 

overpotential, for windings... .Aug: 
Thermocouples, amplistat with. .Aug: 43 
Thickness gage, beta-ray........ Mar: 3) 


Thyratrons, in contour follower. . June: 46 


Trade Literature 
Jan: 60, Feb: 55, Mar: 47, Apr: 48; 


May: 50, June: 51, July: 49, Aug: 52, 
Sept: 115, Oct: 49, Nov: 55, Dec: 5a 


Traffic control ieee eee Sept: 93 

Train, MPA Special= 2425 Sept: 58, 55 

Transformer 
gaskets’... 026. seen ae June: 34 


standard, for planned systems. Feb: 16 
Turbine 


design, progress in U.S........ Aug: 

mercury, Schiller Station...... Mar: 

Steam, flow-pressure 
characteristics... .. Mar: 24, Apr: 


Unit substations 
load-center interrupter 
Switches; 2 ‘@\. an eee 


Viscosity index, improvers...... 
Voltage names of equipment... . 
Vortex dust collector 

pressure: drope.. see Pie 


Waste reducing, cost-cutting. ... 
Water, supply +46, sack eaeireneae 
Wave-shape generator.......... 
Welding 
electric.8%5 24 eeeee eee 
hydrogen} pas force ee ee 
inert-arc, helium and argon for. Mar: 38 
resistance, electronic control. . .Sept: 83 


X-ray gages: »....4.5 . see Nov: 


Month: Page 


Lightmeters | 
for low-level lighting........ Aug: 46 f 
rapid recorder on wheels. ...Sept: 103 


Magnetometer, peacetime uses. June: 48! 
Mass spectrometer te oe 
discovers new chemical com- 


pound i... 2 eae July: 46 


for weather forecasting. ..... June: 48 | 
Mercury vapor ~ Ca 

power plants 2. sane Feb: 52 

street lighting 1. eee Apr?» =43 

underground fire tracer.....Apr: 43 _ 
Microwaves i) 

for measuring molecules... .. Feb: 21538 

for pipeline communication..Aug: 47 
More Power to America series, sy 


community recreation areas. Aug:! 46 
More Power to America — LA 
Special Drainieeeae Mar: 40, May: 


Photoelectric recorder for meas- 
uring emotional reactions... .Oct: 
Pipe-line operation 
microwave communication...Aug: 
remote control........ re Cen 


INDEX TO HIGH LIGHTS AND SIDE LIGHTS (Cont'd) 


Month: Page 


Quality control indicator...... Mar: ~ 40 
Juartz filaments in measuring 
BeMISELUMENtSiE. ok Peb OS 
Radiation detectors , 
mlong-probe.......< Lee Jan: 56 
_ neutron counter tube....... Nov: 51 
Radioactive areas, remote- 
mecOntrOl Tobot... 5M oo oe. May: 465 
hip’s energy meter.......... Apia ee43 
sound, quality measurement... Jan o6 
Television 
antenna, world’s largest.....Apr: 44 
| portable station and receiver. gore 101 
* 
Month: Page 
Hoy, ERLOCAS tN maa cas eee: Feb: 54 
Amplifier, magnetic....... SO lalys 47 
Bushing, reducer............. iene i Bh!) 
usway, SLU edie vapeorel vet, 3.» .. + July: 43 
Bple-taultdocator. ....00.5.. July: 47 
apacitors 
LSHCHIG: 5 = Ne Nov: 53 
eeeraimic; Bulplate.......... Feb 54 
BEPOVESIOSS Ene cbs leis su (ere ete Deez: 52 
meoudeet, Metalite.::........ Jan 209 
meimotor-starting....:........ Oct 50 
M@iatitalytic. | ............%. alys 47 
"OHA Gr ee a Aug: 48 
Back, 3-jaw universal....... Feb: 54 
Clamps 
mee two-bolt........% -; June: 49 
LIROTE GL A aay Ae See ee Feb: 54 
Coil forms, metallized........ Mar: 42 
ils 
Bay trequency SMe Sept: 111 
rf 48 
49 
50 
49 
47 
54 
54 
Or 52 
Eontrol, variable-speed.......Aug: 48 
Controller, SAGO ROS pew Oi eas oe June: 50 
Controls, cut-off register...... July: 48 
POmapet: Paste. jo... he wes s - Apr: 47 
oe Dalene tuniwel. oo. i... .. Nov: — 538 
Coupler, eee high- 
BUOIGACS a lige. es eee ss Aug: 48 
Bioline, (ELSS6) (S108 ORE June: 49 
or limiting device....... Nov: 53 
50 
108 
= carbide thread-plug....July: 48 
Hammers, Seidone ae Gesree ee Apr: 46 
umidicator, pocket-size...... Aug: 51 
dicators 
temperature.........-...-- Feb: 54 
woe Levels... 208. Apr: 47 
Ee ents 
53 
54 
48 
44 
53 


Month: Page 
Thy-mo-trol drive, educational.July: 45 
Transformer, 100, 000- devant mre Nov: 50 
Transmission line through Con- 
LiNenvaleDivicdey se. sea sate Aug: 46 
Turbine, DP, marine use...... Dec 51 
Ultrasonics (shear waves) for 
finding flaws in high-pressure 
PIPES alee en cee eee Deco L 
Vibration-testing metal strips..Apr: 44 
Voltage multipliers) sc+ saaaoe Apr: 44 
Water purification 
OZONE PLOCESSe qos. ee aoe Aug: 47 
NEW PRODUCTS 
Month: Page 
Lamination, oriented-silicon 
SUSE mettte. tants aes Sere Sept: 109 
Lamp 
narrow-beam 800-watt...... July: 47 
post, all-purpose........... sept: s 111 
SOCKOUS ai ces hie Uae Ree Re Nov: 54 
Light, Omni-Glow pilot....... Nov: 53 
Machine 
clock and program, ws...) May: 48 
Coie waidiss 9: ear paracyan eee May: 48 
die-casting Zines. = mee seu & Mar: 42 
drilling Ak hw avawern scar 2 Vanes 
intl tale Chis Vela ee ee cee ee Mar: 42 
ShOCk-Cestitde sy. ch ne patie eels June: 49 
winding, high-speed........ Apr: 465 
Material 
laminating, ready-to-form. . .Oct 50 
Met alnCerarmi Oven ck. jail tee Apr: 46 
Meter 
Bi hee Wey asptntcy fos Woks ant aire Pee June: 49 
indicator, portable direct- 
OG CLI ayy aes aye ope Seeders July: 47 
HLCP OMINIG tae Nee. heey 7: June: 50 
Monitor, waveform........... July: 48 
Motors 
auxiliary, base-ventilated....Apr: 45 
TUDE OLATOT <alcetcnteen vial acta May: 48 
repulsion-induction......... Aug: 48 
tandem, Barcol Dyab.......June: 50 
unit- bearing ae ee ae ae an: 969 
Mounting strap, wiring device.Sept: 109 
Oscillator, ultralow-frequency..May: 48 
Pastescoppena.: «2g. sieve ote. Apr: 47 
Plastics thermosetting..\. .).-a Oct: 50 
Pliers sslipoimbess acm. eee Feb: 54 
Plug body, electrical.......... Sept: 108 
Press 
air-operated hand.......... Sepusmecl 
EXULUSION ng ancskewe hee Reet {eiale 58) 
BO-LOnsGApacIly, smoked baila el Octiaao0) 
Pulley, speed, stepless. . ..Nov: 53 
Pump fluid, di-2- ethylhexyl.. ..July: 47 
Pumps 
centrifugal, cradle- mounted. Aug: 51 
GACUCTIMA cess eie cise ters iotrse see Mar: 42 
OiledithusiOn mews wan rerio Feb: 54 
Radio interference locator..... Aug: 48 
Recorder, electronic. ......... Oct 250 
Rectifiers : 
magnesium-copper sulphide 
diryediskas ar aonot  aee Nov: 53 
oil-immersed selenium . » sept: 109 
Resin 
SH COME 4: Lay sansnae tla patna Sept: 111 
_ thermosetting synthetic..... July: — 47 
Resistors, industrial assortment Feb: 54 
Relays, photoelectric eae: July: 48 
RGvatOm ale oe hiss Mise esi Mar: 42 


Month: Page 


Water purification (cont'd) 


turbidity recorder.......... July: 45 
Weather forecasting aided by, 

mass spectrometer.........June: 48 
Wielding inert-arcyseen ye tee Deere oi 
‘Wind tunnel, 300-mph:..:.... May: 465 
X-ray 

for structural analysis. Apr: 42 

IMICTOSCOPE: at einer ee ee Feb: — 52 

nonferromagnetic synchro- 

Prone tAcs3 bes ea ee sine wee July: . 45 
Zncube, new zinc alloy........ July: 46 

Month: Page 
Sealing compound, silicone. .... Apr: 946 
Sensing elements, thermal, con- 

ductivity--aAnewie ae Mar: 42 
Spectrometer, infrared........ Sept: 109 
Spectrophotometer, double- 

beam: intraredit ea eee June: 49 
speed: changers. = nee Apr: 45 
Spool plastic ass kee eee Janeiro 
Spotlight, adjustable......... Api irateAl 
Stainless steel, for TV tubes....Aug: 48 
rarer) Magneticin.... eee! Aug: 49 
Switch ; 

selectority | teins sant: Jan: 59 

treadle {inchs oe eee Api s45 
Tape, Plastix, eléctrical....... Feb: 54 
Taps, carbon-steel..........-. Feb: - 54 
Tetlon}rodianditubes seers July: 47 
Tensiometer, papers. . sso May: 48 
Terminals 

insulated, miniature........ Nov: 53 

multielectrodes aaah eer May: 48 
Lestuchip oe 55 gene eee Apr, 745 
Tester 

ball-bearing lubricant.......July: 48 

ground, Megger........ ny Sa LDeC I eas: 

Vibration fatigue. 29... a6 ..May: 48 
Timer, for screens and pumps...Aug: 48 
Tool 

CONNECTOR Huei en ee ee Mar: 44 

hand, for socket-head 

wrenches..........2++-- Deca 52 
‘S insulated . . Tete eye AN eee 

pneumatic hand: 2 vioaeae Sept: 108. 

soldering Ja. aiey sien ee Aug: 51 
Torch, half-pint self-pressure. . ela 49 
Transducer, pressure. Det aoe) 
Transformer, povderedue iron- 

COPE’ edi cme Eee Jan 59 
Aruck; term, \electriGs sae Mar: 44 
T Sections, Inconel hot-rolled...Aug: 48 
Tube 

Cathode-ray etn seri ieee Apr: 47 

MEUtLOM COUNTER ayy. eee Noy: 54 

SIO om ROVITVENAPEI eter rg, Ae ADiIE eae 
Tunnel, core baking.......... Nov: 54 
Valves, back-pressure......... Apr: ~° 45 
Varnish, insulating........... Aug: 49 
Wattmeter, hook-on...... anu Nonrane 3ou 
Wax aCtivatOn nem ere oniaered Aug: 48 
Weasstsyrit Ebi cin wesmr nee tiees Jans, 2759 
Welders: d-cyares i727. vegeuter Apr: 46 
Wheatstone-megohm bridge...Oct: 50 
Wire 

diner va lamin time tees-tere st: eee July: 48 

jallesiwte) sbaksbubbhgsel ES We os Toe Apr: 46 


Month: Page 


Aitchison, T. C. 


Sealed cast-glass bushings..... May: 
Alrich, J. D. 
New power for railroads...... Sept: 


Apperson, J. W. 
Measuring magnetic hysteresis.Oct: 


Baird, L. L. ; 
Reactors in low-voltage indus- 


trial power systems.......... ec 
Bartlett, Guy 

Electrical and allied develop- 

ments during 1949........... Jan: 
Beeman, D. L. 

‘Application of interrupter 

switches: PartsI, II...Apr:9, May: 

Reactors in low-voltage indus- 

trial power systems.......... ec 
Berdy, John 

Magnification of switching over- 

voltages in coupled oscillatory 

IU CUUSE RM yarsi sr tashs aanie rohan’ Bloons ec 
Bernstein, S. 

Beta-ray thickness gage...... Mar: 

Thickness gaging by radiation.. Nov 
Berry, T. 

Optical contour follower...... June: 
Blake, D 

arate distribution........... Sept: 
Blegen, J. R. F 

Flammability measurements.. .Oct 
Booser, Dr. E. R. 

Additives for lubricating oils... Aug: 
Bowers, B. N. 

Improved oil-filled bushings... Apr: 


Boyajian, A. 

Engineering use of probability 

paper: PartsiJ;.11... 
Brownell, A. 

Measuring fluorescent lamp 

starter transients. ........... N 
Brunton, H. 

Sealed cast-glass bushings. . . 
Buckley, R. F. 

Sealed aircraft instruments... 
Buell, R. C. 

Power generation and trans- 


LA SCIOM. She Ae ie alae lee ss Sept: 


Carson, D. B. 
Overload protection of motors 


on delta-wye supply......... June: 


Carter, 
Outdoor industrial lighting. . 
Casey, W. E 


Reducing generation of waste. . July: 


Clapp, Dr. C. W. 


Beta-ray thickness gage...... Mar: 
Thickness gaging by radiation.. Nov: 
ee 


Coutant, 

“Gun-fire control equipment. . 
Craig, D. E 

Application of interrupter 


switches: Parts I, II..Apr:9, May: 
. Crary, S. B: 

Power systems engineering 

(COs ie Ehsan Bryan ee eee Dec: 
Craton, FH. 

New power for railroads...... Sept: 
Crawford, H. V. 

Water supply and sewage treat- 

MELGIN arenes Achat eee hss of Sept: 
Dickinson, H. C. 

IWICASWITEMIENUG « cckral ft eb)eueai os Sept: 
Dillow, N. E. 

Surge protection: a-c rotating 

POAC MITESIAM saints else) =! 3) saree 2) « May 
Eliason, J. R. 

Voltage names of equipment 

aNCiSyStemsy ee elt eatoe aeale July: 
Ellenberger, F. R. 

Year-round air conditioning 

with the heat pump..........Dec 


.June: 15, July: 


.May: 
Nov: 


..sept: 


Sept: 


39 
58 
35 


: 26 


11 


: 20 


36 


210 


AUTHORS AND TITLES. 


Month: Page 


Ewing, S. C. 
Spotting equipment for syn- 
chronous motors......-..--+: 


Falk, C. J 


Dec: 


Quality control ps, eaves July: 


Fisher, Jr., ; 

The More Power to America 

Special eat Ra Oni peer tS e 
Fiske, Jr., 

Maar sda evaluating noiseNov: 
Freeman, R. C. 


Electric arc WEICIM ee eit Sept: 


Green, Dr. C. F. 
Guided missiles; ::.....:..% 


Hackett, H. N. 

New Schiller Station......... Mar: 

Mercury power generation.... 
HamiltonyGar. 

General materials handling... . 
Handy) sae 

Qualityycontrolaeen aos ch eee july: 
Hansen, E. F. 

Measuring magnetic hysteresis.Oct: 
Hart} Jr., LP 


Transformer PASKCtS scl w eromee June: 


Heumann, 
H-v high- interrupting- capacity 
a-c motor controllers......... 
Hills, W. B 
Electronic control of resistance 


welding iintrihiaee armen ete Sept: 


Hinman, D. D. 

Measuring fluorescent lamp 

starter transients (f/f N 
Hoffmann, D. C. 

Back-up protection for system 

faults at the generator. ..'....Feb: 
Holmes, J. G. 

Engineered castings......... Oct: 
Hotchkiss, A. G. 

Protective atmospheres in in- 

dustry: Parts XIII through 


XVI.Feb:48, Mar:36, Apr:36, May: 


Hunter, E. M. 
Application of 
switches: Parts I, II. 
Surge protection: a-c rotating 


interrupter 


AM ACHINGS ya Oita toraieey este ne May: 


Ipsen, C. L. 
Electric heat in industry.... 


Jacobsen, W. E. 
Marine power plants......... Sept 
Johnson, I. B. 
Magnification of switching 
overvoltages in coupled oscil- 
latory circuits. > ste ae 


Kearns, E. E. 
Traffic congestion and urban 


tTANsit wis }as of vc Sete ee S 
Kiesler, A, J. 


Engineered castings.......... Oct: | 


Kingdon, Dr. K. H. 
Engineering education 
atomic-energy development . 
Production of enriched nuclear 


for 
.Feb: 


Kinnard, I. F. 


Measurements 2 ee ICE ae oe: Sept: 
New measurements laboratory.Nov: 


Lanes Cr ie 
The why of the More Power to 
America Special Train. 
LaPierre, C. W. 


Aircraft gas turbines.) /5... 2. Sept: 


Lawrence, E. S 


Engineered Castingoemeyatcie: Oct: 
Lee; I. 


M etallic rectifiers spe anes Sept: 


McKenney, J. F. 


High-voltage load-ratio-control 
contactors 


Sept: 


.Apr:9, May: 


..sept: 


A oept: 


40 


20 


55 
29 
81 


: 98 


19 
14 


ard) 


20 
35 
34 


ch als: 


83 


sehy 


38 
27 


26 


32 
20 


79 


a 2 


: 36 


- Swanson, W. P. 
: 966. 


. Month: P 
Morrill, Weston 4 
Oriented crystals,)3.) mnie Aug: | 

Neagle, N. M. a q 
Secondary networks: primary 
system COStSz105. ah eee May: } 

Nelson, H. V. a 
Smoke abatement........... Sept: 948 

Oberly, W. N. 
Mercury-vapor-steam cycle. ..Mar: 

Ogle, H. M. 


* Amplistat and its applications 
Parts I, II, III. Feb:32, Aug: 41, Oct: 
Parker, E. E. 
Steam turbines in the U.S.... 
Parker, H. F 


Aug: 298 


Stabilizing testing power...... Nov: 34 4 


Rawles, W. T. 
Measurement and control. of 
bulk density ).2 2a N 
Rich, E. A. E. 
Spotting equipment for syn-. 
Chronous MOtOrse ces meee eee 
Robinson, R. D. 
New wave-shape generator... 
Rodhouse, T. E. 
A-c sec. network transformers. . Feb: 
Ruckel, G. C. 


.Dec: 


Metallic rectifiers: : . J 4a.a0. er Sept: 84 


Runaldue, L. R. 


Stabilizing testing power...... Nov: ¢ 


Rutherfoord, J. P. 

Street and airport lighting... 
Salisbury, J. K. 

Steam-turbine characteristics: 

Parts 1; Li tone ee Mar: 24, Apr: 
Schaefer, Dr. V. J. 

Experimental meteorology . . 
Schneider, F. B. 

Reduction of pressure drop in 

cyclone dust collectors....... Feb: 
Schuck, C. L. 

L-v high-interrupting fuse. . 
Schwanhausser, W. E. 

Flexible traffic control........ Sept: 
Siegel, Ralph 


..Sept: 


Pumped 600-volt rectifiers... .June: 
Strang, H. E. ; 

Transforming scientific visions 

into realities (Foreword)...... Nov: 


Swackhamer, R. J. 
Light for community recreation.Sept: 


Some electrical components. . sept: 
Swarthout, R. W. ; 

Secondary networks: primary 

system costs:.\./.. Ni Ween keener 
Thompson, J. D. 

Gun-fire control equipment . 
Umansky, L. A. 

Motor drives in industry... .. Sept: 
Warwick, G. A. 

Controlling microstructure dur- 

ing induction hardening...... N 
Webber, H. M. 

Protective atmospheres in in- 

dustry: Parts XIII through 


. .Sept: 


XVI.Feb: 43, Mar: 36, Apr: 36, May: 


Wieseman, R. W. 
Maintenance potential tests for 
armature windings in service. . 

Williams, J. H. : 
Industrial locomotives....... Bcc 

Williams, W. D. 

New wave-shape generator. . 

Wilson, Charles E. 

Statistics are no obstacle to 
human progress, 3.) j... pee Mar: 
Some moral aspects of scientific — 

progress CSaeitae Memorial - 
Lecture)'s. que; : eter June: 

Winne, H. A. . 

Atomic energy’s place in your 
plans for the future 


Sept: ¢ 


é July: 


ay: 
97 


-Aug: | 


: 


aera eee 


——— 


93 


8 os 


9) 


aS) 
oO 


© 
= ere 


a) 


ne 
arid ktm ad 


9 


